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FOR TWO COAT WORK. First Coat.— Mix one-half gallon. Oil to one 
gallon Paint Second Coat— Mix three-quartet' gallon Oil to one 
gallon Paint. 

FOR THREE COAT WORK. First and Third Coat —Mix one gallon 
Oil to one gallon Paint. Second Coat. — Mix one half-gallon Oil to one 
gallon Paint. 

Average Cost of a Gallon of Paint is less than Il.f5. 
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CAUTION ! 



When contracting for painting DO 
8 NOT ALLOW any paint to be made or 
selected for you. Always specify the 
paint you, wish used 




W. H. SMITH & CO, 
ft or walk, Ct. 



COPYRIGHT 1891 



-6- 1 -93- 




$i< »ere*nunfl »er Sebe<runQg;<£apacU<it 

unjcrer garben beruljt auf bent (rrgebnig itrirlltdjer ^Jroben, 
toeldje* fid) a!« ridjtig erroeift, ba namlid) 1 ©attone unferer 
praparintn fliifftgen 0arbe, mie fie au* ber Ctedjtanne bfvau*. 
genommeu roirb, bet tmem jroetmaligen Hnftriibe 250 Ouabrat- 
fufj ^ofjfladje bebectt, unb tm galle bie anjuftreirfienbe Dber* 
fladje geioiffen SBebingungen entfpridjt, toirb cine ©allene fogar 
ntrter Utnftiinl n 275 Oua&ratfug fioljffadje bebecten. Urn nun 
bie erforberlidje Ouaniitiit garb* fur etne anjuflreirfienbe Dber= 
fCarfje ju beredjnen, abbire man bie SlnjabJ ber gufi tion ber 
SBieite, ber Sorber* unb Jpinterfette ju ber Stnjaljt ber gufj ton 
ber Siinge be« <&ebaube8 (beibe ©etten); multiplicire bie fid) 
b>ran«fteUenbe Slnjal)! ntit ber burdjfdjnittlidjen Slnjaty gnfj, | 
bie bie §6be entfjatt unb bicibire bet greet Slnftrtdjen tnit 250, » 
unb bei r.ur einem 3lnflrid) utit 500 in bag fid) nad) biejer J 
SSkredmung ergebenbe SRefuttat- 

SSeif pie t : 
SSorberfette 25 gufj. 
fiinterfette 25 „ 
©eite 36 „ 
©eite 36 „ 

$ofae l §} ""^cire 

250 : 2806 = 11] ®oHone fiir jwet anftrtdie 



The Estimate of the Covering Capacity. 

One gallon of onv Pure Prepared Paint, 
whe.n mixed with Linseed Oil for use^and as 
so mixed, "will cover 250 square feet- wf surface, 
two coats, and under certain conditions of the 
surface to be covered, this estimate -will be ex- 
ceeded — one gallon covering 275 square feet 
and over, two coats. 

To estimate the amount of Paint required 
for a desired surface, add the number of feet 
| of width of front and rear to the number of 
I feet of length of building (both sides); mul- 
1 tiply by the average height and divide by 
250 for two coats, 500 for one coat. 
EXAMPLE. 
Front, 25 feet, 
Rear, 25 " 
Side, 36 " 
Side, 36 " 
12 -> ) 

Height, 23 \ Multiply. 

250] 2806 [11# gals, for Two Coats. 
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